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rEDERAL BUREAU OF INVESTIGATION 

Dole 2/11/60 


tech, 58?Easf Centenary Methodist 

heTias no actual evidAnoo «• ' .. jae ®P 1 *!» Tennessee, advised that 

^THEH KINGlh^vef heT^St*” ‘5* «* « ■>“ 

round the tine of the murder «, tat,. 

the firestation near the Terra T S transfe "ed from ' ' 

that was already fully man££d S a^S 1 tc \ another station 
Negro fireman, name unknown sa ^d that another 

station to another staSon on^ithS”^ *** from that ^me 
before KING was murdered on Thu^sd^ y ^ 17edrte sda y night 

second fireman was transferred in ^S?° on * He said this 

was transferred -out mlddle ° f hiS shlft and 

RGV ‘ UWS0N ^P la iMd "out of rotation" a s follows: /' 

he remains ' in^hat ^assignment ^nfil^all J. piece of equipment 
to it have been transferred rZ^Z?- = *' " ie 13,211 already assigned 
Ausignud is the the Ias * “>» 

Detective E? V E ?5°i, tS!at a * eBro Police officer '• ' 

fire station ie “^"'p^eXfcST aasl K”«< 1 to the same ’ 
removed from the^ta^^J"^ Sf iuSfr^" 

jey of thl?Ii,““Lf^ce£ fo! f? de “ Attempt to verify 
NEWSUM., except for his interview with FLOYD 


O n. 2/H/m o i Maaaliig ^ Tennessee 

SA JOS C. HESTER & 
by ~ ROBERT F. priVT.v r j pp. r ^ 


-Pile # Memphis 44-19ft7 « 


Date dictated 2/11 /fi 9 


" ° nd ^ COn '* nl ‘ °'* BO ' 10 b * dl * *'buTd‘ouUld. n yo°, r Oflen'cy I 0 " 1 # ' T™' " “ ’ h * P '° P *"'' »' ,h * end f leaned ,o you , oa .„ cy; 

ff&Q.StfXQ . . y . 5T5T > 





